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DIMENSIONS OF 
SOCKETS FOR RELAYS USED IN ELECTRONIC AND 
• TELECOMMUNICATION EQUIPMENT 

PART 1 SOCKETS FOR ARMATURE RELAYS 
Section 1 8 Pin Socket 



1. Scope — Covers dimensions of 8 pin socket for armature relays. 

2. Dimensions —The general dimensional details of 8 pin socket for armature relays shall be 
according to Fig. 1. 

SOCKET TERMINAL 
8 Nos.(TYPICAL) 




PANEL 
^ CUT-OUT 

General Tolerance ±0'1 ( Non-Cumuiative ) 

All dimensions in millimetres. 

FIG. 1 8 PIN SOCKET ASSEMBLY 

2.1 The socket assembly shall withstand a dielectric test voltage of 2 kV for 1 minute between 
insulated parts and shall have insulation resistance of 200 Mohms, Mln at 500 V dc. 
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